To:  Foster,  Aithea[Foster.Althea@epa.gov] 

From:  Bexfield,  Laura 

Sent:  Fri  8/7/201 5 7:38:44  PM 

Subject:  Re:  Contact  information 

AnimasSanJuanNM  QWForEPA  201 50807. xlsx 


Hi,  Althea- 

Attached  you'll  find  a spreadsheet  with  historical  USGS  data  for  sites  on  the  Animas  and  San 
Juan  Rivers.  I do  also  have  recent  data  for  the  Hogback  Canal;  if  you  think  that  would  be  helpful, 
just  let  me  know.  The  attached  spreadsheet  includes  samples  with  field  pH  values  and/or  trace 
elements  in  water  or  bed  sediment.  If  needed,  I do  have  additional  parameters,  including  trace 
elements  in  suspended  sediment.  Please  feel  free  to  give  me  a call  about  any  additional  data  you 
might  be  interested  in. 

I hope  this  is  helpful  to  you! 

Laura 


Laura  Bexfield,  Hydrologist 

U.S.  Geological  Survey 

New  Mexico  Water  Science  Center 

Water  Quality  Specialist 

5338  Montgomery  Blvd.  NE,  Suite  400 

Albuquerque,  NM  87109 

bexfield@usgs.gov,  505-830-7972 

On  Fri,  Aug  7,  2015  at  1 1:35  AM,  Bexfield,  Laura  <bexfield@,usgs.gov>  wrote: 

Hi,  Althea— 

It  was  great  to  have  the  chance  to  chat  with  you  about  ways  that  our  office  might  be  able  to 
assist  you  with  the  recent  mine  waste  spill  on  Cement  Creek.  My  contact  information  is 
below— please  feel  free  to  call  or  email  with  any  additional  thoughts  on  how  we  might  help. 
I'm  currently  working  on  putting  together  background  water-quality  data  for  New  Mexico 
sites  on  the  Animas  and  San  Juan  Rivers,  and  I should  be  able  to  send  those  data  to  you 
shortly.... 

Best  regards, 

Laura 


Laura  Bexfield,  Hydrologist 

U.S.  Geological  Survey 

New  Mexico  Water  Science  Center 

Water  Quality  Specialist 

5338  Montgomery  Blvd.  NE,  Suite  400 

Albuquerque,  NM  87109 

bexfield@usgs.gov.  505-830-7972 
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